OF SOUTH CAROLINA

poration or municipality or subject any person, corporation or mu-
nicipality to any unreasonable prejudice or disadvantage. No elec-
trical utility shall establish or maintain any unreasonable difference
as to rates or service, either as between localities or as between
classes of service. Subject to the approval of the Commission, how-
ever, electrical utilities may establish classifications of rates and serv-
ices, and such classifications may take into account the conditions
and circumstances surrounding the service, such as the time when
used, the purpose for which used, the demand upon plant facilities,
the value of the service rendered, or any other reasonable considera-
tion. The Commission may determine any question of fact arising
under this subdivision.
(f) Unless the Commission otherwise orders, no electrical utility
shall make any change in any rate now in effect or in any rate duly
established under this Act, except after thirty days' notice to the Com-
mission, which notice shall plainly state the changes proposed to be
made in the rates then in force, and the time when the changed
rate will go into effect. The electrical utility shall also' give such
notice of the proposed changes to other interested parties as the
Commission in its discretion may direct. All proposed changes shall
be shown by filing new schedules, or shall be plainly indicated upon
schedules filed and in force at the time and kept open to public in-
spection. The Commission, for good cause shown, may allow changes
in rates, without requiring the thirty days' notice under such condi-
tions as it may prescribe. All such changes shall be immediately
indicated upon its schedules by such electrical utility. .
(g) Whenever there is filed with the Commission by any elec-
trical utility any schedule stating a new rate or rates, the Commis-
sion may, either upon complaint or upon its own initiative, enter
upon a hearing concerning the lawfulness or reasonableness of such
rate or rates, and pending such hearing and the decision thereon the
Commission, upon filing with such schedule and delivering to the
electrical utility affected thereby a statement in writing of its reasons
therefor, may, at any time before they become effective, suspend
the operation of such rate or rates, but not for a longer period than
ninety (90) days beyond the time when such rate or rates would
otherwise go into effect, unless the Commission shall find that a
longer time will be required, in which case the Commission may
extend the period for not to exceed one year: Provided, and not-
withstanding any such order of suspension, the electrical utility may
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